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The Walco Pipe Wrench 


Simple 

Only four parts. Pins, rivets, and fussy small parts eliminated. No tools needed to replace any part. The 
annoyance of carrying numerous repair parts on hand is avoided. 

Sturdy 

No frame pin to loosen. No thin assembled frame to spread apart or distort. Greater strength in handle 
through elimination of holes for springs and rivets. The forged steel housing, with its integral nut guards, 
protects the nut and is resistant to abuse and side strains. 

Improved Action 

Its action is a new and patented feature which affords three advantages: Quick and positive grip, easy release, 
and minimum crushing effect. In its normal position the jaw shank is held away from the bar by the spring 
which presses it firmly against a long bearing in the back of the housing. It is thus held in a neutral position 
from which angular action both forward and backward is permitted. 

New Design Teeth 

The teeth are especially designed and hardened to permit sharpening them on the corner of a fine grained 
emery wheel. They are not merely case hardened but are hardened deeply permitting several sharpenings. 
The design and action of the Walco Pipe Wrench is such that it will grip and hold even if the teeth on the 
bar become badly worn and damaged. 

Price List 


Length. 

.Inches 

6 

8 

10 

14 

18 

24 

36* 

48* 

Takes Pipe. 

.Inches 

A to y 2 

A to % 

Vs to 1 

H to \y 2 

A to 2 

y±toiy 2 

/4 to 4 

1 to 6 

Complete Wrench. 

.Each 

$1 .90 

$2.20 

$2.85 

$3.85 

$5.50 

$8.50 

$15.00 

$25.00 

Bar. 


1.10 

1.35 

1.75 

2.45 

3.60 

5.65 

11.50 

18.75 

Jaw. 

.. . Each 

.65 

.70 

1.10 

1.50 

2.15 

3.50 

5.70 

9.00 

Nut. 


.15 

.15 

.20 

.30 

.35 

.55 

1.10 

2.00 

Spring. 

.Each 

.25 

.30 

.35 

.40 

.50 

.60 

.70 

.80 

Rubber Grms Extra. 

.Each 



.30 

.40 













*Note—Larger sizes of pipe taken by 36-inch and 48-inch Wrenches. 




Rubber Grips Furnished 
Separately in 10-inch and 14-inch 
Sizes 


The Plumbing and Heating Catalog 


For Walworth Well Points and Foot Valves, see Page 512 
















































